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Message Text 

UNCLASSIFIED 

PAGE 01 COLOMB 02345 192245Z 
ACTION NEA- 11 

INFO OCT-01 ISO-OO EB-08 /020 W 

049416 201037Z/11 

R 181130Z MAY 78 
FM AMEMBASSY COLOMBO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 417 
AMEMBASSY SINGAPORE 

UNCLAS COLOMBO 2345 


E.O. 11652: N/A 
TAGS: ETRD, CE 

SUB J : TRADE OPPORTUNITIES PROGRAM - TENDER FOR SUPPLY, 
INSTALLATION AND COMMISSIONING OF ELECTRO MECHANICAL 
EQUIPMENT FOR CANYON POWER PROJECT (30 MW HYDRO) 

1. 542/01/T-0085 

2. 051878 

3. J. DYELS, JR. 

4. 542 SRI LANKA 

5. N 

6A. WRITE TO - 

6B. ADDITIONAL GENERAL MANAGER 

6C. CEYLON ELECTRICITY BOARD, DEVELOPMENT AND CONSTRUCTION 
P.O. BOX 540, SIR CHITTAMPALAM A. GARDINER MAWATHA, COLOMBO 2 

7. - 

8. 082378 

9. 201 

10. TENDERS ARE INVITED ACCORDING TO DETAILED SPECIFICATIONS 
FOR SUPPLY, INSTALLATION AND COMMISSIONING OF ELECTRO MECHAN- 
ICAL EQUIPMENT (INDOOR AND OUTDOOR) AS STATED IN CONTRACTS 
NOS. 3A AND 3B RESPECTIVELY. 


11. ONE COPY OF GAZETTE NOTIFICATION BEING AIR POUCHED. 
TENDER DOCUMENTS COULD BE OBTAINED FROM THE OFFICE OF THE 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 COLOMB 02345 192245Z 


ADDITIONAL GENERAL MANGER ON PAYMENT OF RS. 1,250/- (DLRS 
79.18) INCLUSIVE OF AIRMAIL CHARGES. PROSPECTIVE TENDERERS 
COULD PAY THE EQUIVALENT TO THE SRI LANKA EMBASSY IN WASH- 
INGTON, D C. AND OBTAIN RECEIPT WHICH SHOULD BE AIRMAILED 
TO THE CHARMAN, CEYLON ELECTRICITY BOARD ( FOR THE ATTENTION 
OF ASST. GENERAL MANAGER, DEVELOPMENT AND CONSTRUCTION) 

AT ADDRESS GIVEN IN 6C. WHO WILL FORWARD REQUIRED DOCUMENTS. 
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THE SUPPLY, INSTALLATION AND COMMISSIONING (INDOOR) OF THE 
ELECTRO MECHANICAL EQUIPMENT UNDER CONTRACT NO. 3A IS FOR 
THE CANYON POWER HOUSE, THE HEADWORKS OF MOUSAKELLE AND THE 
TUNNEL OUTLET, AND NEW LAXAPANA AND OLD LAXAPANA POWER HOUSE. 

THE SUPPLY, INSTALLATION AND COMMISSIONING OF THE MAIN 
TRANSFORMER AND EQUIPMENT (OUTDOOR) UNDER 3B IS FOR THE 
CANYON SWITCHYARD AND NEW LAXAPANA SWITCHYARD. TENDERS 
SHOULD BE FORWARDED TO THE CHAIRMAN AT ADDRESS GIVEN IN 
6C. 

WRIGGINS 

NOTE BY OC/T: MESSAGE DELAYED IN TRANSMISSION. 


UNCLASSIFIED 


NNN 
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